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Interior of 

OLD ST. PETER'S CHURCH 

Built in 1864 

In charge of the Franciscan Fathers since 1875 


Miraculously saved in the Chicago fire in 
1871—through the intercession of St. Anthony— 
Today a popular place of worship 
of Chicago's Loop. 
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